v 14. First year budget: - 

: ft- Salaries (give names or state "to be recruited") 

i?:?' f . Professional (give % time of investigator(s) 
even if no salary requested) 


% time 


Amount 


Gerald M. Rosen 


Kenneth McCarty 


' Technical 


Technician 


50 

fringe benefit 


$4,000.00 
$ 484.00 


Sub-Total for A 


v . i B. Consumable supplies (by major categories) 

y ": : i . .... . 

'isotopes, $1,000; animals, $1,000; 
.fi ; -. ; k chemicals and glassware, $2,000 


$4,484.00 


Sub-Total for B 


;4,ooo.oo 


. C. Other expenses (itemize) 


none 


^ : \*v 

--M r •;.;•* • •• ■ ; ■ 


D. Permanent equipment (itemize) 


Sub-Total for C 


Running Total of A + B + C $ -8 / 4.84.01 


balance,$1,000; pH meter,$750; rotary vacuum 
evaporator,$500; desk calculator,$150. 

In the case of the balance, pH meter and desk calculator, 

I borrowed these from Dr. T. Narahashi, of this Dept. This 
arrangement can no longer be continued. The evaporator is needed 
in. the synthesis of the compounds discussed. 

Sub-Total for D __$L2^0TT,00- 


/tsify 


W E. Indirect costs (15% of A-fB+C) 
15. Estimated future requirements: 


Total request 


_$.12,156.6^ 


Salaries Consumable Suppl. Other Expenses Permanent Eqjjip._ Indirect Co*l»_ 


Year 2 
Year 3 


4775 


4000 


2000 


1316 


-12,091- 


ps://www. inausiryaocumenis.ucsf.edu/docs/lfdm0000 


1003544123 































































